amazon.com 

Final Details for Order #104-3071602-0807438 

Print this page for your records. 


Order Placed: May 19, 2011 

Amazon.com order number: 104-3071602-0807438 
Order Total: $1,305.44 


Shipped on May 19, 2011 

Items Ordered 

Price 

1 of: Data Robotics DroboPro 8-Bay USB 2.0/FireWire 800/iSCSI Storage Array $1,301.45 

DRPR1A21 

Condition: New 

Sold by: Amazon.com LLC 


Shipping Address: 

Carl Malamud 
Public.Resource.Org, Inc. 

Item(s) Subtotal: $1,301.45 
Shipping & Handling: $3.99 

1005 Gravenstein Hwy N 
Sebastopol, CA 95472-2811 
United States 

Total Before Tax: $1,305.44 
Sales Tax: $0.00 

Shipping Speed: 

One-Day Shipping 

Total for This Shipment:$l,305.44 


Payment Information 

Payment Method: 

Item(s) Subtotal: $1,301.45 

MasterCard | Last digits: 7046 

Shipping & Handling: $3.99 

Billing Address: 

Carl Malamud 
Public.Resource.Org, Inc. 

Total Before Tax: $1,305.44 
Estimated Tax To Be Collected: $0.00 

1005 Gravenstein Hwy N 
Sebastopol, CA 95472-2811 
United States 

Grand Total: $1,305.44 


To view the status of your order, return to Order Summary . 
Please note: This is not a VAT invoice. 
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